Greenfield,  N.  H.  Meeting  House  built  in 
1795.  In  1848  an  upper  floor  was  installed 
at  the  balcony  level  for  church  use  exclus- 
ively, leaving  lower  floor  for  town  uses. 
In  1867  two  churches  combined  to  form  the 
Union  Congregational  Church. 


O 
4 


Pub.  by  Greenfield  Industries,  Greenfield,  N.  H. 


< 

1 


PLACE 
STAMP 
HERE 


POST  CARD 


